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SUBJECT: LEXAND INSTALLATION ON VEHICLES 

REF: STATE 090865 

AS LEXAN INSTALLATIONS IN WINDSHIELDS ON ADMINTYPE VEHICLES IN 
LUR AREA HAS IN THE PAST BEEN LIMITED TO BEIRUT, NO COMPLAINTS 
OF THE PROBLEM STATED IN REFTEL HAS BEEN RECEIVED IN ATHENS. 
HOWEVER, WE HAVE EXPERIENCED THIS PROBLEM IN BEIRUT. AS ALL 
THESE INSTALLATIONS HAVE NOW BEEN REMOVED, FOR THE TIME BEING 
WE DO NOT EXPECT WE SHALL HAVE ANY COMPLAINTS. MAJOR REASON FOR 
REMOVAL OF LEXAN FROM WINDSHIELDS WAS DISTORTION. THIS MAKING IT 
DIFFICULT TO DRIVE. 

CLIMATE CONDITIONS IN WHICH CONDENSATION FORMS BETWEEN LEXAN 
AND GLASS ARE WHERE MOISTURE LADENED AIR IS HEATED AND THEN 
COOLED. THIS CAN OCCUR IN SUMMER OR WINTER DEPENDING ON 
MOISTURE CONTENT AND TEMPERATURE OF SURROUNDING AIR 
COMBINED WITH USE OF AUTO A/C AND HEATER. THEREFORE 
THESE CONDITIONS CAN EXIST AT MOST OF THE TSO ATHENS 
POSTS. 
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